Notice No.3 


Rules and Regulations for the 
Classification of 

Inland Waterways Ships, 

July 2022 


The status of this Rule set is amended as shown and is now to be read in conjunction with this and prior Notices. 
Any corrigenda included in the Notice are effective immediately. 


Please note that corrigenda amends to paragraphs, Tables and Figures are not shown in their entirety. 


Issue date: December 2022 


IACS/IMO implementation 
(if applicable) 
Part 1, Chapter 1, Section 9 Corrigenda N/A 


Amendments to Effective date 


Part 5, Chapter 9, Section 2 Corrigenda N/A 


Part 1, Chapter 1 
General Regulations 


: Section 9 
Sanctions Compliance 


9.1 When a ship vessel has been operated in breach of applicable sanctions laws, or where LR cannot continue to provide 
services without being in breach of applicable sanctions laws, LR may withdraw or suspend class. 


Part 5, Chapter 9 
Pressure Vessels other than Boilers 


7 Section 2 
Cylindrical shells and drums subject to internal pressure 


2.1 Minimum thickness 


2.1.2 | The formula in Vol 2, Pt 8, Ch 1, 2.1 Minimum thickness 2.1.1 is applicable only where the resulting thickness does not 
exceed half the internal radius, i.e. where Ro t is not greater than 45 0,5 Ri. 


2.1.3 Irrespective of the thickness determined by the formula in Pt 5, Ch 9, 2.1 Minimum thickness 2.1.1, tt is to be not less than 
3+ a mm, where D- is as defined in Pt 5, Ch 9, 1.2 Definition of symbols. 
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